Data Processing Results 


Data File Name 
Folder 
Sample Name 
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Sample Position 
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Sample Type 
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Current Time 
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12:02:11 Date 
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™ «f u /-^.a 2?sas sv"* . 13 , 


Time 

42.5 
102.6 
742.8 
803.1 


Major 
8.462E-8 
8.517E-8 
8.365E-8 
8.370E-8 


Ratio 2/1 
1.1776E-2 
1.1776E-2 
1.1777E-2 
1.1776E-2 


Ratio 3/1 
4.2524E-3 
4.2526E-3 
4.2519E-3 
4.2520E-3 
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^ Analysis of Sample Peaks, with Zero Subtract! 
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